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He then institutes a comparison between the results afforded by those 
three of the eight arcs which are of considerable extent, namely, the Anglo- 
Gallic, Russian, and Indian Arcs. For each arc in particular he deduces 
values of the principal semiaxes of the earth, involving an unknown con- 
stant expressing the effect of local attraction at the reference station of the 
arc. In order that the three pairs of semiaxes should agree, there are 
four equations to be satisfied by means of three disposable quantities 
(namely, the three unknown attractions). On combining these four equa- 
tions by the method of least squares, the unknown deflections come out 
extremely small, and the values of each semiaxis deduced for the three arcs 
separately come out very nearly equal to one another, and therefore to their 
mean. These mean values the author ventures to assume are the mean 
semiaxes of the earth. They are as follows : — 

a = 20926180, 6=20855316 feet, giving e^—^, 
where a is the equatorial, and b the polar semiaxis, and e the ellipticity. 

The author concludes with certain speculations respecting the constitution 
of the earth's crust. On adopting the mean figure determined as above 
explained, the errors of latitude to be attributed to local attraction at each 
of the fifty-five stations of the eight arcs, which will be found at p. 766 of 
the Ordnance Survey volume, come out very small. With respect to the 
Great Indian Arc, it is especially remarkable that the residual deflections 
are insignificant, while those calculated from the action of the causes visibly 
at work are considerable. It would seem as if some general cause were at 
work to increase the density under the ocean, and diminish the density under 
mountainous tracts of country. The author conceives that, as the earth 
cooled down from a state of fusion sufficiently to allow a permanent crust 
to be formed, those regions where the crust contracted became basins into 
which the waters ran, while regions where expansion accompanied solidifi- 
cation became elevated without any consequent increase in the total quantity 
of matter in a vertical column extending from the surface down to a given 
surface of equal pressure in the yet viscous mass below. The author 
considers that the deviations of latitude at the other principal stations of 
the measured arcs, if not positively confirmatory of, are at least not opposed 
to this view. 

IV. "On the Meteorological Results shown by the Self-registering 
Instruments at Greenwich during the extraordinary Storm of 
October 30, 1863/' By James Glaisher, F.R.S., F.R.A.S., &c. 
Received November 23, 1863. 

In the year 1841 Osier's anemometer was erected at the Royal Obser- 
vatory, Greenwich, and from that time, up to the year 1860, the greatest 
pressure on the square foot recorded was 25 lbs. In February 1860 one 
of 28 lbs. was registered, which was the greatest up to October 30 of the 
present year j on that day a pressure of no less than 29^ lbs. took place 
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during a heavy squall of wind and rain, which passed over the observatory 
at 3h. 30m. p.m. At this time, moreover, the readings of the several 
other self-registering meteorological instruments at the Royal Observatory, 
Greenwich, exhibited very large changes, and of so remarkable a character, 
that the Astronomer Royal expressed a wish that I should bring them 
under the notice of the Royal Society. The following are extracts from 
the several registers of the day mentioned : — 

At 6h. a.m., on October 30, the barometer read 29*32 in., and it com- 
menced falling slowly after this time, reaching 29*30 in. at 8h. a.m. The 
decrease then became more decided, and a steady fall was experienced ; 
29*10 in. was reached by 0|h. p.m., and 28*96 in. by 2h. p.m. ; from 
2h. p.m. to 3|h. p.m. the decline was very rapid ; and the minimum 
reading, 28*80 in., was reached at the latter time. 

After 3h. 30m. p.m. the barometer turned to increase rapidly ; at 
3h. 39m. p.m. it read 28*85 in. ; at 4h. p.m., 28*92 in. ; 4h. 20m. p.m., 
29*00 in. ; at 5h. p.m., 29*07 in. ; and afterwards a gradual increase took 
place to 29*30 in. by llh. p.m. 

At 8h. a.m., with the first indications of decided barometric fall, the 
wind commenced to blow strongly from 8.W. ; at 8h. 20m. a.m. it had 
reached a force of 1 lb. on the square foot ; shortly after, 2 lbs., and at 
8h. 30m. a.m. 3 lbs. A force of 1| lb. to 3 lbs generally prevailed, 
till 9h. 25m. a.m. ; at 9h. 30m. a.m. a gust of short duration was ex- 
perienced of 1 5 lbs., which produced a decline of temperature of 2°. From 
9h. 35m. a.m. to 9h. 50m. a.m. the pressure of the wind varied between 

3 lbs. and 51bs. ; from 1^ lb. to 3 lbs. from 9h. 59m. a.m. to Oh. 45m. p.m. ; 
there was no pressure for two or three minutes about Oh. 50m. p.m. ; the 
wind then again commenced blowing strongly, reaching 4 lbs. at Oh. 55m. 
p.m., and from 3 lbs. to 5 lbs. from llu p.m. to lh. 15m. p.m., the 
pressure was generally 2 lbs. to 4 lbs. from lh. 15m. p.m. to 2h. p.m. ; 
from 2h. 0m. p.m. to 2h. 45m, p.m. it varied between | lb. and 2 lbs. ; the 
wind again commenced blowing strongly, reached 3^1bs. at 2h. 50m. p.m., 

4 lbs. at 3h. p.m., 5 lbs. at 3h. 10m. p.m., 7 lbs. at 3h. 16m. p.m., 
12 lbs. at 3h. 20m. p.m., 13 lbs. at 3h. 23m. p.m., 11 lbs. at 3h. 26m. 
p.m., 17 lbs. at 3h. 29m. p.m., and 29 J lbs. at 3h. 30m. p.m. ; then declined 
suddenly, pressing with forces varying between 6 lbs. and 9 lbs. from 
3h. 35m. p.m. to 3h. 45m. p.m., and 4 lbs. to 6 lbs. from 3h. 45m. 
p.m. to 4h. p.m.; another gust at 4h. 10m. p.m. reached 8 lbs. ; again 
declined to 4 lbs. at 4h. 15m. p.m.; after this time, till 5h. p.m., the 
pressure varied between 2 lbs. and 4 lbs., between 2 lbs. and 3 lbs. from 
5h. p.m. to 6h. p.m., from J lb. to 2 lbs. (with occasional lulls) from 
6h. p.m. to 7h. p.m., from 2 lbs. to 4 lbs. from 7h. p.m. to 9h. p.m.; 
scarcely any pressure was recorded between 9h. p.m. and lOh. p.m., and 
from lOh. p.m. to llh. p.m. the amount varied between 1^ lb. to 3 lbs. 

At the time of the great gust, viz. 3h. 30m. p.m., the barometer 
reached its minimum, 28*80 in. ; the temperature declined rapidly (from 
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53|° at 3h. 15m. p.m. to 46° by 4h r p.m., and to 43° by 5b. p.m.) ; and 
tbe direction of the wind immediately changed to the amount of 90°, follow- 
ing the direction of the sun, or from S.S.W. to W.N.W. 

At the RadclifFe Observatory, Oxford, the barometer-reading at 6h. a.m. 
was 29'18 in., and decreased to 28*80 in. at 2h. 30m. ; it then suddenly 
increased to 28'85 in. at 2h. 35m., and to 29'25 in. by llh. p.m. At 2h. 
the direction of the wind was S. ; at 3h. 30m. it was W., and continued "W. 
till 4h. 30m., and then returned to S.W. by 5h. The temperature at 2h. 
was 51°, declined to 43° at 2h. 30m., and to 41° by 5h. 

The general changes of temperature agree very closely with those at 
Greenwich ; but, as in the case of the barometer, those at Oxford pre- 
ceded those at Greenwich by one hour nearly. 

The general fact frequently noticed of a change in the direction of the 
wind simultaneously with a sudden and great pressure, and for the most 
part in one direction (that is to say, in the direction of the sun's motion, 
or N. to E. to S.), is very remarkable, and not easily accounted for. 

November 30, 1863. 
ANNIVEBSARY MEETING-, 
i or- General SiU3INE ; President, in the Chair, 



Dr. Alderson, on the part of the Auditors of the Treasurer's Accounts, 
reported that the total receipts during the past year, including a balance of 
^6635 7s. 3d. carried from the preceding year, amounted to .§65133 10s. 3d., 
and that the total expenditure in the same period amounted to ^4475 10$. 2d. y 
leaving a balance at the Bank of ^£641 14$., and in the hands of the 
Treasurer of £\ 6 6s. Id. 

On the motion of Sir Andrew S. Waugh, seconded by Mr. Hudson, 
the thanks of the Society were voted to the Treasurer and Auditors. 

The Secretary read the following Lists : — 

Fellows deceased since the last Anniversary. 
On the Home List. 



Beriah Botfield, Esq. 

Loftus Longueville Clarke, Esq. 

Prof. Arthur Connell. 

Edward J. Cooper, Esq. 

Walter Ewer, Esq. 

Joshua Field, Esq. 

Richard Fowler, M.D. 

James William Gilbart, Esq. 

Joseph Glynn, Esq. 

Peter Hardy, Esq. 

John Jesse, Esq. 

Henry, Marquis of Lansdowne. 



John Singleton Copley, Lord 

Lyndhurst. 
John Gorham Maitland, Esq. 
Richard Penn, Esq. 
Clement Tudway Swanston, Esq. 
John Taylor, Esq. 
William Tooke, Esq. 
James Tulloch, Esq. 
Rev. William Walton. 
Rear- Admiral John Washington, 
Alexander Wilson, Esq. 



